Mr. H, Cullman 
H. Wakeham 



October 23, 1263 


In view of Jet Lincoln's memo3 dated September 30 and October 18 on 
average butt lengths of various types of cigarettes and in view of the 
proposal by the Methods Committee of the Tobacco Chemists Research 
Conference’s standard smoking procedure, we think it would be desirable 
to change our procedure to smoke cigarettes to a 30 mm. butt length. 
This change in procedure would apply to all laboratory tests including 
C.I. . _ . ....... 


Please comment. 


HW/jst. , 

cc: Mr. F* E* Kesnik 
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Source: https://www.industrydocuments.ucsf.edu/docs/nzyk0001 






